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MEMORANDUM FOR: SR/DOB Operations Officer 

SUBJECT : Training Conference with OTR/PTD on Project REDSOX/AENOBLE 

REFERENCE : Memorandum dated h Pec, 1953 from CSR/3 to OTR through SR/DOB, 
Subject: REDSOX/ s pecial Orientation and Training Course 



1, A training conference was held in the offices of the Office of 
Training/Projects Training Division, Building T-31 on Tuesday, 5 Jan, 195U 
to discuss the requirements outlined in reference memorandum. Present at 
this conference were: 

a, XU 3) Chief. OTR/Proiect Training Division (OTR/PTD) 

b, [3 3U Gh ief, Special Projects Branch 

of OTR/PTI) 

(Note: CT 33 will be directly responsible for the 

planning, scheduling and coordination of the subjects to be 
handled by PTD/SPB) 
c* Mr. David E, Murphy, Chief, SR/3 

d, r" ~3 SR/3 Project AENOBLE Case Officer 

e, lZ ~^SR/3 Project AENOBLE Case Officer 

f , u-" 33 (^presenting SR/DOB Operations Staff 

2, Purpose of training conference: 

a. To outline in detail to OTR/PTD the extent of training/ orientation 
coverage desired on each subject, 

(Note: Points were covered in detail by Mr, D, E, Murphy, CSR/3,) 

b. To determine extent of OTR/PTD, SR/3 and DOB participation. 



3, Points resolved: 



a. That OTR/PTD/SPB would conduct orientation/training in the 
following subjects: 
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. Travel and Document Controls in the USSR 

To be conducted by TSS. Contact and arrangements to 
be made by Y3 3] Chief, PTD/SPB, 

(2) Agent W/T Communications 



To be conducted by Office of Communications, 
arrangements to be made byO_ 



Contact and 
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(3) Clandestine Communications (Tradecraft) 

y 

To include Agent Handling, Control Problems and 
Techniques, and Tradecraft Techniques as described in 
para 3* g h., and 1. in reference memorandum. 

(Note: Functional aspects only to be covered) 

( h ) Speclal/Technical Training 

To include Familiarization with Clothing and Equipment, 
Concealment Methods and Devices, Outdoor Photography 
(.equipment and briefing on related data). Secret Writing 
/(Basic Techniques) , and Document Alteration and Falsification. 
All subjects to be handled by TSS. ZD will 

contact TSS and make appropriate arrangements. 

($) Observation and Reporting and Message Writing 

To be included in routine covering Clandestine 
Communications (Tradecraft). 

^(6) Training Methods and Instructional Techniques 

! /That SR/3 would assume responsibility far orientation/training/ 
idling in the following subjects: 

I (l) Psychological Factors affecting Operations in the USSR 

(2) Types of REDSOX Missions and Targets in the USSR 

I 

(3) The Theory of Democracy 

(It) Visits to Historical, Governmental, Educational, Industrial 
and Cultural Centers of America. 

(5) Basic Introduction to the English Language 



c* That Dispatch Procedures (noted in reference memorandum as 
Air Operations and Dispatch Procedures) would be handled jointly by 
OTR/PTD/SPB and SR/DOB, CD JUJ will determine what 

facilities and equipment*?® available to him and then contact 
SR/DOB to arrange further details, if necessary. 

d. That SR/CE would be contacted by SR/DOB to determine the 
extent of materials and coverage available on Soviet Security 
Measures and Forces (Internal)* SR/CE will be requested to 
conduct briefing. ’ } 

e. That SR/3 would provide OTR/PTD/SPB with a staff officer 

interpreter/ who will be present throughout all phases of the 
course, t "^was designated bv CSR/3 as the staff 

officer to act,, in this capacity. Cl 3 will be closely 
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associated with the trainees in an operational capacity after 
the course is completed, 

f, That OTR/PTD/SPB will not be able to provide a training site, 
/SR/DOB was requested to look into the matter and to notify SR/3 
whether or not an SR/DOB safehouse would be available for use on 
this project. If not, SR/3 will take appropriate steps through 
the agency, Safehouse Procurement Officer to procure a suitable 
training site by~T~Karch 1 9$h t the tentative date set for 
activation of training. Duration of the course will be 

approximately four (It) weeks, 

/ 

/ 

g / That SR/3 would submit a formal request through SR/DOB, 
addressed to the Deputy Director for Training, Attention PTD/SPB, 
Outlining specific requirements as determined at this conference, 
'Other details as reouired b-v CSf 25-1, will be included (Biographic 
data, etc,) CT ^33 requested that formal request be 

routed through STC/SPB and then to the Deputy Director of Training, 
Attention: PTD/SPB, Building T-31, 

/ 

ly/ That a meeting will be held prior to activation of trs^ine to 
/discuss scheduling and to coordinate all activities, ^ "1 

will contact tZ ~~fto arrange for time and date. 
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